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Message Text 


E.O. 1 1652: N/A 

SUBJECT: WF RECEPTION JANUARY 20, 22, 1978 

1. JANUARY 20: FREQUENCIES 6847.5 KHZ AND 5460 KHZ 
MONITORED 20 PERCENT AND 80 PERCENT OF TIME RESPECTIVELY. 
BOTH RECEIVING SYSTEMS USED 100 PERCENT OF TIME. COPY 
QUALITY 20 PERCENT TOTALLY INTELLIGIBLE, 66 PERCENT MOSTLY IN- 
TELLIGIBLE AND 14 PERCENT UNINTELLIGIBLE ON BOTH SYSTEMS. 


2. JANUARY 22: FREQUENCIES 6873 KHZ, 5460 KHZ AND 5434 KHZ 
MONITORED 100 PERCENT, 50 PERCENT AND 50 PERCENT OF TIME 
RESPECTIVELY. BOTH RECEIVING SYSTEMS USED 100 PERCENT OF TIME. 
COPY QUALITY 60 PERCENT TOTALLY INTELLIGIBLE, 20 PERCENT MOSTLY 
INTELLIGIBLE AND 20 PERCENT UNINTELLIGIBLE ON BOTH SYSTEMS. 


3. JANUARY 23: FREQUENCIES 10972 KHZ, 6847.5 KHZ AND 

5460 KHZ MONITORED 50 PERCENT, 100 PERCENT AND 50 PERCENT OF 

TIME RESPECTIVELY. BOTH SYSTEMS USED 100 PERCENT OF TIME. 

COPY QUALITY 40 PERCENT TOTALLY INTELLIGIBLE, 45 PERCENT 

MOSTLY INTELLIGIBLE AND 5 PERCENT UNINTELLIGIBLE ON BOTH 

SYSTEMS. 


4. REMARKS: INTERFERENCE, POOR RECEPTION AND FREQUENCIES 
MONITORED UNSTABLE. 
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